PM3000376437 


ADDITIONAL RETAIL SAMPLES REQUIRED 


k iJy 
\ vy/ 



BRISTOL 

ESSEX 

MIDDLESEX 

PLYMOUTH 

SUFFOLK 

Marlboro King Size (SP) 

w 





Marlboro King Size (25/pack) 

20 

4 

'Tt/i— r / 

' & 

20 

20 

Marlboro 100 (SP) 



& 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 






Marlboro Medium King Size (SP) 

12 


m 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 






Marlboro Lights 100 (SP) 

<&) 

4 


4 


Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 


Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 




_ 



* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 



Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 
















* 

P M3000376438 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 




PM3000376439 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 


SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4 * 


* Ali four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 





















































PM3000376440 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 


SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 


20 

20 

i 1 II ■ 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


♦ 


All four (4) packs from one retail location (store #24, Huntington 
Richmond and two sent to Dept, of Public Health. 


Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 












































PM3000376441 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

PLYMOUTH 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

1 HIT II III —— 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 











































PM3000376442 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

PLYMOUTH 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 








PM3000376443 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

I’JTOtiTiMiTil 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 







































PM3000376444 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

PLYMOUTH 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 


20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4 * 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 

















































PM3000376445 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

BH 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 





















































PM3000376446 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

PLYMOUTH 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 






































PM3000376447 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

PLYMOUTH 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 


Marlboro Lights Menthol 100 (Box) 





4* I 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 


Elizabeth Chambers 
10H 7/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 













































PM3000376448 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

■a»tMt»M»ii 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 100 (SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 

20 

Marlboro Lights Menthol 100 (Box) 





4* 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 


! 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 


















































PM3000376449 


ADDITIONAL RETAIL SAMPLES REQUIRED 



BRISTOL 

ESSEX 

MIDDLESEX 

lun-Muitilii 

SUFFOLK 

Marlboro King Size (SP) 

4 





Marlboro King Size (25/pack) 

20 

4 

20 

20 

20 

Marlboro 100 (SP) 



4 

4 


Marlboro Menthol King Size (SP) 

20 

20 

20 

20 

20 

Marlboro Menthol King Size (Box) 





4 

Marlboro Medium King Size (SP) 

12 


4 

4 

8 

Marlboro Medium 100 (SP) 

20 


8 

16 

20 

Marlboro Lights King Size (25/pack) 

20 

12 

20 

20 

20 

Marlboro Lights King Size (Box) 





4 

Marlboro Lights 10O(SP) 

4 

4 


4 

4 

Marlboro Lights Menthol King Size (SP) 

16 

20 

12 

8 

16 

Marlboro Lights Menthol 100 (SP) 

20 

20 

20 

16 


Marlboro Lights Menthol 100 (Box) 





4* I 


* All four (4) packs from one retail location (store #24, Huntington Ave., Boston) were sent to Richmond. Four additional packs are needed, two sent to 
Richmond and two sent to Dept, of Public Health. 


Elizabeth Chambers 
10/17/97 


Source: https://www.industrydocuments.ucsf.edu/docs/pxwl0001 





































